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Quartered Oak 


Selected, seasoned, quartered white oak 
is used in Styles B, D, and F UNION 
Chests. The hardware is nickel plated and 
polished. Flat key locks are one hundred 
key-change type. Ends of reinforced 
leather handles are riveted under loops. 


Plain Oak 


Styles XB, XD, XF, and XG UNION 
Chests are made of plain oak and equipped 
with brassed hardware, single series locks, 
and leather ring handles. They are made as 
inexpensively as is consistent with UNION 
standards of quality. 


Leatherette Covered 









Bleck seal grain leatherette covering, 
seid mahogany drawer and till fronts, 
micke! plated hardware, and green felt 
drawer, till and cover linings give Style A 
UNION Chest a substantial appearance 
the user may well be proud of. 






Construction of UNION Chests for Machinists and ‘Pool Mikers 


Drawer Backs—Best grade of soft wood tongued, grooved and 
glued to sides. 


Steel Drawer Bottoms—Many times stronger than solid wood. 
Cannot split or crack. 


Felt Lining—High grade felt is neatly fitted and securely glued to 
drawer bottoms in all Chests. In some models sides, fronts, 
backs of drawers, tills and covers are also felt lined. 


Felt Buttons—Set into countersunk holes in Chest bottoms to 
protect doors when slid under bottom drawers. 


Handles—Genuine leather with center reinforcement of steel. On 
Leatherette Covered and Quartered Oak Chests handle ends are 
riveted under loops with cotter pins. On Plain Oak Chests ends 
are of ring type securely riveted. 





Hardware—Corners, catches, etc., are heavy steel, nickel plated 
and polished, on Quartered Oak and Leatherette Covered Chests, 
and brass plated on Plain Oak Chests. 





Lock-corner Jointe—AD UNION Machinists’ and ‘lool Makers’ 





Chests are lock-corner jointed. This joint is the strongest by test Flush Ring Pulls—UNION design, practical and convenient; no 
' ° aa | : raste space between drawer fronts and door. 

Pilaster—Partition between half length drawers is securely glued See ne ee “man 

and nailed into groove in top and to Chest back. Locks ss and bronze, 100 key change type, with two flat 

Doors—Individually fitted with end cleats running entire height of keys, on all Leatherette Covered and Quartered Oak Chests. 

door for maximum strength. Plain Oak Chests have less expensive, but good quality single 


: , , , serl ‘ks. 
Backs—Selected three-ply stock, fitted, glued and nailed into saieeahaaisiia 


rabbet in frame. Leatherette—Best quality imitation leather with hard seal grain in 
Drawer Bearers—Hardwood, nailed into grooves in Chest ends. black. Waterproof and much more durable than real leather. 

Drawer Fronts—Quartered Oak, Plain Oak or Mahogany, accord- Finish—Properly built up with stain, filler, primer and finishing 
ing to style of Chest; lock-corner jointed and glued to sides so coats of varnish or lacquer, depending on style of Chest. Final 
drawers cannot pull apart. finish is semi-gloss. (Style A-20 drawer and till fronts are stained 


Drawer Sides—Made of hardwood to insure long service. a deep rich mahogany and rubbed to a satin finish. 
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STYLE A—Leatherette Covered 


This Chest has solid mahogany drawer and till fronts. Drawers 
and till are lined throughout with high grade green felt. A 4” x 5” 
oval mirror, with metal frame, is set into the hinged till top. 


The Chest back is of three-ply stock. The outside of the Chest 
and both sides of door are covered with best quality black seal 
grain leatherette which will outwear leather. One hundred key- 
change-type lock with two flat keys. 


Outside Short Long Till Approx. ie Sind 
Number Dimensions Drawers Drawers Dimensions Shp.Wt. , Price 


A-20 =. 20x734x1234 814x6x 7% (4) 1814x6x2 (1) 19x614x3 18 lbs. "$20.80 
816x6x2lk (1) 1814x6x % (1) 
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Style B 
Qwartered Oak) 


and 


Style XB 
Plain Oak) 


These Chests are equipped with hinged covers that 
give access to felt lined tills. 4 x 5” mirrors are 
the covers. For differences between B 
amd XB see other side of page. 


Inpunted in 


; Short Long Approx. 
Na See Drawers Drawers Till Shp.Wt. Price 
B-17 7 x6x 1 1514x6x2l¢ 16x6!4x3 1934 Ibs. $17.80 
PPaT*gx12327 x6x2lk 1514x6x % 
B-2 _ Stoxx Tg 1814x6x2l% 19x6!14x8 2034 Ibs. 18.80 
@GaT*<x1224 81ox6x2l4 1814x6x i% 
XB-39 8'ox6x 7g 1814x6x21¢ 19x614x3 2034 Ibs. 17.00 


@0x7*.=1234 815x6x21¢ 1814 x6x iK 





Style D 


Qwartered Oak} 
and 


Style XD 
Plam Oak 





Designed for watchmakers and mechanics who use 
small tools. Drawers have metal bottoms and are 
completely felt lined. Differences between D and XD 
are described on other side of page. 


















Style F 
(Quartered Oak) 


and 


Style XF 
(Plain Oak) 





These Chests are similar to D and XD respect 
ively except that they are made in larger sizes and 
each are furnished with two extra short drawers. 


Short Long Approx. 

No. Size Drawers Drawers Shp.Wt. Price 

F-l7 —17x834x12_ 7 x7x 14 1514x7x234 18 lbs. $14.50 
7 x7x2l@ 1514x7x15¢ 
1514x7x1lg 

F-20 — 20x834x12_814x7x 14 1814x7x23% 21 Ibs. 15.50 
Slox7x2lg 1814 x7x15¢ 
18!4x7x1)¢, 

¥'-27 27xX894x12 12 xTx 74 2514x7x254 251% Ibs. 18.50 
12 x7x2@lg 5 M4{x7x15% 
2 iyxTxlk 

XF-20  20x834x12  814x7x 74 1814x7x234 21 Ibs. 14.00 
8lox7x2!ly 1814x7x15¢ 


18l4x7x11¢ 


Style XG 
(Plain Oak i 





An excellent Tool Chest at a popular price. Five 
drawers run full length of Chest. XG-20 is equipped 
with two rows of drawer pulls. Drawer bottoms are 
metal, covered with felt. See specifications of Plain 


Oak Chests on other side of page. 








, Short Long Approx. 
) Ne. Size Drawers Drawers Shp.Wt. Price Drawer Approx. 
D-14 = 14x734x103¢ 5 1éx6x 14 1214x6x254 131% lbs. $12.50 No. Size Dimensions Shp. Wt. Price 
. 5/4xOx2}4 1214 x6x154 XG-17 —-17x734x1034 — 1814x6x254 1334 Ibs. $11.00 
12)4x6x11¢4 1514x6x15¢ 
/D-i7 17x7°4x103{ 7 x6x 1514x6x25¢ 1514 lbs. 13.00 15)4x6xllg 
7 x6x2lg 1514 x6x154 15\4x6x 1% (2) 
: 15/4x6x11 4 XG-20 20x73 4x103f 1814 x6x23% 1634 Ibs. 12.00 
XAD-17 17x734x103, 7 x6x ge 1514x6x25¢ 1514 Ibs. 11.75 1814x6x1%% 
T x6x2lg 1514x6x15¢4 1814x6x1l¢ 
1514 x6x1l¢ 18!4x6x 7 (2) 
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, UNION CHESTS ARE GUARANTEED BY THE 
ROCHESTER 
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term No. 380-Y-6°28 Printed in U.S.A. 
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